SIR Calculation 


Element of 


PW of 
Operating & 
Maintenance 
Costs 

□ $ x 10 3 

□ $ x 10 6 


PW of 
Capital 
Costs 

□ $ x 10 3 

□ $ x 10 e 


Next 
Trial n 
Value 
(Years) 


System 

Type of 
Cost/Benefit 

Base- 

line 

Energy/Fuel 

Other O&M 


Total 

Invest- 

ment 

Energy/Fuel 

Other O&M 


Total 

A 

Net Savings 

Base- 

line 

Initial (MCP) 

Replacements 

Terminal 


Other 

Total Net 

Invest- 

ment 

Initial (MCP) 

Replacements 

Terminal 


Other 

Total Net 


Discounted Payback Calculation 


Trial Values of Post-BOD Analysis Period, n(years) 



Extra Investment 


Net Savings 


Extra Investment 


= This SIR — 1.0 


B = This SIR — Last SIR* 


= Ratio of A to B 


= Last n* — This n 


= Product of C & D 


= Next n = This n + E 


□ 

B 
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